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(Also Form PTO-1050) 



UNITED STATES PATENT AND TRADEMARK OFFICE 
CERTIFICATE OF CORRECTION 



PATENT NO. : 7,145,902 

APPLICATION NO.; 1 1/165,280 
ISSUE DATE ; December 5, 2006 
INVENTOR(S) ; sigramSCHlNDLERetal. 

It is certified that an error appears or errors appear in the above-identified patent and that said Letters Patent 
is hereby corrected as shown below: 

IN THE CLAIMS: 

Claims 105 - 1 17 were cancelled and should not appear in the patent. 



MAILING ADDRESS OF SENDER (Please do not use customer number below): 



formIto 

VA 22313 



Dn of infomiation is required by 37 CFR 1 .322. 1 .323, and 1 .324. The information is required to obtain or retain ^.benefit by the public v*ich is to file 

THIS ADDRESS. SEND TO: Attention Certificate of Corrections Branch, Commissioner for Patents, P.O. Box 1450, Alexandria, 
■1450. 



If you need assistance in completing the form, call 1-800-PTO-9 199 and select option 



